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Rttthven, 

Cromer, 

Feb.  8th,  1906. 

Gentlemen, 

It  is  my  duty  to  present  to  you  the  Annual  Report  on  the 
Health  and  Sanitary  conditions  of  the  Urban  District.  As  I have 
only  held  office  for  the  last  six  months  of  the  year,  I am  asking  my 
predecessor,  Dr.  Long,  to  supplement  my  report  with  any  matters 
not  included  which  he  thinks  should  be  brought  to  your  notice. 
The  outstanding  feature  of  the  year  has  been  the  large  number  of 
Scarlet  Fever  cases  we  have  had,  46  in  all,  which  is  the  largest 
number  notified  in  any  year  since  1894  when,  curiously  enough, 
there  were  exactly  the  same  number.  The  cases  were  not  in  any 
way  restricted  to  one  part  of  the  town,  but  were  dotted  about  all 
over.  I am  glad  to  say  that  at  no  time  did  they  amount  to  an 
epidemic,  but  I feel  sure  it  would  have  developed  into  one  had  we 
not  had  the  Isolation  Hospital  to  which  to  send  the  cases.  Though 
the  cost  of  working  the  Hospital  has  necessarily  been  heavy,  it  is  as 
nothing  compared  to  the  utter  ruin  which  an  epidemic  would  have 
brought  to  a large  proportion  of  the  inhabitants  of  the  town,  who 
are  practically  dependent  on  the  season  for  a living.  Fortunately 
the  Fever  was  of  a mild  type,  there  being  only  one  death  out  of  a 
total  of  46  cases.  With  three  exceptions,  all  the  cases  were  at  once 
removed  to  the  Isolation  Hospital,  and  the  rooms  occupied  by  the 
patient,  and  where  possible  the  whole  house,  thoroughly  disinfected. 
In  cottages  of  three  and  four  rooms,  with  a large  family,  the  latter 
is  practically  impossible.  Before  this  could  be  done  a house  of 
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reception  would  have  to  be  provided  for  the  temporarily  evicted 
inmates.  That  there  was  only  one  repeat  case  I attribute  to  the 
prompt  notification  and  removal  and  the  immediate  disinfection 
afterwards.  In  one  of  the  cases  treated  at  home  the  isolation 
proved  defective  as  a second  case  occurred  at  the  house,  which  was 
promptly  removed  to  the  Hospital.  I carefully  investigated  every 
case  that  occurred  after  my  appointment,  but  in  only  four  instances 
could  I satisfy  myself  that  I had  traced  the  source  of  infection. 
Two  cases  occurred  from  children  returning  home  after  having  had 
the  disease,  a third  occurred  in  a house  which  had  escaped  disin- 
fection after  a previous  case  owing  to  the  illness  of  another  inmate, 
the  fourth  was  due  to  faulty  isolation  at  home.  For  at  least  the  last 
two  years  there  have  been  cases  of  Scarlet  Fever  in  the  surrounding 
villages,  and  for  the  last  six  months  it  was  epidemic  in  several  of 
them.  The  Frpingham  Rural  Council,  under  ivhose  control  they  are, 
have  no  means  of  isolation  and  as  long  as  this  is  so  these  villages 
must  ever  be  a source  of  great  danger  to  Cromer  with  which  many 
of  their  inhabitants  are  in  daily  communication,  and  must  militate 
against  the  good  results  to  be  looked  for  from  our  system  of  isolation. 
A lot  of  washing  for  the  residents  and  visitors  to  Cromer  is  done 
in  these  villages,  and  I think  some  system  of  registration  of  these 
village  washer-women  might  be  adopted  with  advantage.  I have 
made  arrangements  for  a system  of  inter-notification  with  the 
Health  Officers  of  the  Erpingham  Rural  District,  and  of  the 
Sheringham  Urban  District,  which  may  prove  mutually  helpful,  but 
I doubt  if  it  will  do  much  good  as  long  as  we  have  people  coining 
to  work  and  to  do  their  shopping  in  Cromer  from  infected  houses. 

NOTIFICATIONS  OF  SCARLET  FEVER  EACH 

MONTH. 


January 

1 

July 

2 

Februarv 

•/ 

3 

August 

4 

March 

4 

September 

1 

April 

8 

October 

9 

May 

3 

November 

3 

June 

7 

December 

1 Total  46 
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From  other  of  the  notifiable  diseases  the  town  was  very  free, 
there  being  only  one  case  each  of  Typhoid,  Diphtheria  and  Erysipelas. 

During  the  year  1905,  94  births  were  registered,  viz.  : 49 

males  and  45  females,  and  during  the  same  period  35  deaths  were 
registered,  but  as  two  were  of  non-residents  and  one  of  a resident 
away,  this  makes  the  corrected  total  34,  viz.:  17  males  and  17 
females,  giving  a natural  increase  of  60  to  the  District.  The  birth- 
rate per  1,000  of  the  population  is  23-3  as  against  21-0  for  1904, 
a slight  improvement  to  be  welcomed  in  these  days  of  falling  birth- 
rates. 

The  death-rate  per  1,000  is  8-4  as  against  7-5  in  1904. 

The  average  age  at  death  was  43-9. 

There  were  6 deaths  of  infants  under  one  year  of  age,  making 
the  infant  mortality  63-8  per  1,000  births  registered. 

From  the  principal  Zymotic  diseases  there  were  three  deaths, 
viz. : — two  from  Measles  and  one  from  Scarlet  Fever. 


VITAL  STATISTICS. 


Area 

Population 
Inhabited  houses 
Rateable  value 


1,007  acres. 
4,030 
916 

...  <£42,206 


BIRTHS. 

Males.  Females.  Total. 

49  45  94 

(Four  of  which  were  illegitimate). 
Birth-rate  23*3  per  1,000  population. 


DEATHS. 

Registered  deaths 

35. 

Corrected 

Males. 

Females. 

Total. 

17 

17 

34 

Corrected  death-rate  8-4  per  1,000  population. 
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CAUSES  OF  DEATH. 


Senile  Decay  ...  ...  ...  4 

Cancer  ...  ...  ...  ...  4 

Phthisis  ...  ...  ...  ...  4 

Heart  Disease  ...  ...  ...  2 

Cerebral  Apoplexy  ...  ...  ...  2 

Measles  ...  ...  ...  ...  2 

Sarcoma  ...  ...  ...  ...  1 

Bronchitis  ...  ...  ...  1 

Bright’s  Disease  ...  ...  ...  1 

Premature  Birth  . . ...  ...  1 

Accidents  ...  ...  ...  1 

Other  Diseases  ...  ...  ...  12 

35 


DEATHS  AT  DIFFERENT  AGES. 


Under  1 

year 

6 

Over  1 and  under  5 years 

3 

„ 5 

1 ^ 

) 9 9 9 -l-C'  y y ...  ... 

1 

„ 15 

>>  25  ,, 

3 

„ 25 

99  99  ^ U 9 9 ••• 

8 

„ 65 

,,  upwards 

14 

35 

INFANT  MORTALITY. 

Six  deaths  occurred  in  infants  under  one  vear. 

= 63-8  per  1,000  births  registered. 
= 1 ’4  per  1,000  of  population. 


PHTHISIS. 

There  were  four  deaths  from  Pulmonary  tuberculosis. 

= 0-9  per  1,000  population. 

— 85-4  per  1,000  deaths. 
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CANCER. 

There  were  four  deaths  from  Cancer. 

= 0-9  per  1,000  population. 

= 85-4  per  1,000  deaths. 

ZYMOTIC  DISEASES. 

There  were  three  deaths  from  Zymotic  Diseases. 

Measles  ...  ...  ...  2 

Scarlet  Fever  ...  ...  1 

8 

= 0-7  per  1,000  population. 

= 83-3  per  1,000  deaths. 

YARDS. 

I have  made  a systematic  inspection  of  all  the  yards,  which  are 
now  nearly  all  paved,  clean  and  in  good  condition.  During  the  year 
3 out  of  9 yards  still  unpaved  were  done.  I hope  to  see  the  remaining 
6 done  during  1906.  There  is  one  in  a very  bad  state  on  the  Holt 
Road  which  should  be  put  in  order  at  once,  especially  as  the  case  of 
diphtheria  occurred  in  the  adjoining  house. 

NEW  WATER  SUPPLY. 

The  New  Water  Supply  from  Metton  is  now  nearly  ready  for 
use  and  as  soon  as  the  system  is  in  working  order  I shall  take  samples 
for  analysis  and  report  on  them. 

THE  CHIEF  WANTS  OF  THE  TOWN 

as  I see  them  are  — 

1.  Better  accommodation  for  the  working  classes,  as  it  is  bad 

and  there  is  a marked  tendency  to  overcrowding. 

2.  A public  convenience  for  both  sexes  in  a central  position  in 

the  town. 

3.  A Mortuary,  though  fortunately  not  often  required,  is  a 

convenience  that  the  town  ought  to  have, 
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FACTORY  AND  WORKSHOPS  ACT,  1901. 

I visited  with  Mr.  Croome  nearly  all  the  buildings  to  which  the 
Act  applies  and  with  few  exceptions  found  the  provisions  of  the  Act 
carried  out  in  a satisfactory  manner.  Where  fault  was  to  be  found 
it  was  almost  invariably  due  to  want  of  cleanliness  in  the  sanitary 
conveniences.  I11  only  two  cases  was  it  necessary  to  issue  notices 
before  the  defects  were  put  right.  In  no  case  was  it  necessary  to 
prosecute.  I11  regard  to  the  Bake-houses  the  great  difficulty  is  to 
get  the  lime-washing  done  up  to  time  as  prescribed  by  the  Act.  I11 
one  case  I discovered  a temporary  oven  had  been  erected  in  a yard 
without  the  permission  of  the  Council,  and  as  its  position  was  far 
from  sanitary  the  Council  gave  instructions  for  discontinuance  of  its 
use,  which  were  at  once  complied  with. 

METEOROLOGICAL  OBSERVATIONS. 

Appended  are  the  notes  supplied  by  Mr.  W.  H.  Archer,  the 
Observer  at  the  Council’s  Climatological  Station. 

I11  conclusion  I should  like  to  take  this  opportunity  of  convey- 
ing my  thanks  to  Dr.  Colvin-Smith  for  so  kindly  acting  as  my  deputy 
while  I was  on  holiday,  and  to  Mr.  Scott,  and  also  to  Mr.  Croome, 
his  most  obliging  deputy,  for  the  valuable  assistance  they  have  given 
me  in  the  carrying  out  of  my  duties. 

R.  EDDOWES  LEGAT,  M.B., 

Medical  Officer  of  Health. 


I have  carefully  read  through  the  above  report  and  have  nothing 
further  to  add  to  what  is  therein  recorded. 

SYDNEY  H.  LONG,  M.D. 


Norwich, 

February  23rd,  1906. 


Vital  Statistics  of  Whole  District  during  1905  and  previous 
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Total  Population  at  all  ages,  3,781.  ) 

Number  of  Inhabited  Houses,  839.  f At  Census  of  1901. 

Average  Number  of  Persons  per  house,  P4.  ) 

Area  of  District  in  Acres  (exclusive  of  area  covered  by  water),  1,007 
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CASES  OF  INFECTIOUS  DISEASE. 


Notifiable  Disease. 

At  all 
Ages. 

Age 

1 to  5. 

Age 

5 to  15. 

Age 

15  to  25. 

Age 

25  to  65. 

65  and 
upwards 

Diphtheria 

1 

— 

1 

— 

— 

— 

Erysipelas 

1 

— 

— 

— 

1 

— 

Scarlet  Fever 

46 

12 

27 

6 

1 

— 

Enteric  Fever  ... 

1 

— 

— 

— 

1 

— 

Totals 

49 

12 

28 

6 

3 

CAUSES  OF,  AND  AGES  AT,  DEATH. 


Causes  of  Death. 

All 

Ages. 

Age 

under 
1 year. 

Age 

1 and 
under 
5 

Age 

5 and 
under 
15 

Age 
15  and 
under 
25 

Age 
25  and 
under 
65 

Age 
65  and 
up- 
wards. 

Measles 

2 

— 

1 

1 

Scarlet  fever  ... 

1 

— 

— 

1 

— 



Phthisis  (Pulmonary  Tu- 
berculosis) ... 

5 

— 

1 

— 

2 

2 

Cancer,  malignant  disease 

4 

- — 

— 

— 

— 

1 

3 

Bronchitis 

1 

1 

— 

— 

— 

— 

— 

Premature  birth 

1 

1 

— 

— 

— 

— 

— 

Heart  diseases 

2 

— - 

— 

— 

— 

1 

1 

Accidents 

1 

— 

— 

— 

— 

1 

' 

Diabetes 

1 

— 

— 

— 

— 

1 

— 

Nephritis 

2 

1 

■ — 

— 

— 

— 

1 

Senile  decay  ... 

4 

— 

— 

— 

— 

— 

4 

Cerebral  Apoplexy 

2 

— 

— 

— 

— 

1 

1 

All  other  causes 

10 

3 

1 

— 

1 

1 

4 

All  causes 

36 

6 

3 

2 

3 

8 

14 

11 


Cromer  Weather  Report  for  the  Year  1905. 


The  Meteorological  Observations  for  the  year  1905  constitute 
the  third  complete  year’s  record. 

The  year’s  sunshine  was  31  hours  48  minutes  more  than  the 
record  of  1904,  but  the  rainfall  and  the  number  of  rainy  days  were 
almost  alike.  The  mean  air  temperatures  were  very  similar  to 
those  of  1 904,  but  the  extreme  maximum  in  the  shade  and  in  the 
sun  show  a decrease  of  6 degrees. 

ATMOSPHERIC  PRESSURE. 

The  mean  was  slightly  lower  than  that  for  1904.  The  highest 
and  lowest  monthly  means  were  recorded  in  January  and  November. 
The  range  of  mean  pressure  was  only  about  haif-an-inch,  but  the 
highest  and  lowest  readings  gave  a range  of  nearly  two  inches — 
30-861  on  December  12th  and  28-887  on  November  26th. 

SHADE  TEMPERATURE. 

The  highest  and  lowest  monthly  means  of  the  Dry  Bulb 
Thermometer  were  62-9  in  July  and  37-5  in  January;  the  same 
months  gave  the  highest  and  lowest  maximum  and  minimum 
means  of  70-9  and  34-2,  the  maximum  mean  being  exactly  the 
same  last  year.  J uly  was  again  our  warmest  month  and  compared 
favourably  with  the  preceding  years. 


Mean  Dry  Bulb. 

Mean  Maximum. 

Mean  Minimum. 

1905 

62-9 

70-9 

56-9 

1904 

61-6 

70-9 

55  1 

1903 

58-5 

66-4 

52-8 

The  maximum  reading  was  81-2  on  May  29th,  that  is  six 
degrees  less  than  August  4th  last  year,  and  two  degrees  less  than 
June  28th,  1903. 
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SOLAR  TEMPERATURE. 

July  also  again  gave  the  highest  mean  maximum  in  the  sun — 
128  degrees — but  that  is  two  degrees  less  than  July  1904,  and  the 
highest  reading — 138  degrees — was  six  degrees  less. 

SUNSHINE. 

rLhis  record  shows  considerable  increase  on  the  two  preceding 
years,  exceeding  1904  and  1903  by  31  hours  48  minutes  and  248 
hours  12  minutes  respectively.  The  duration  in  July  was  just 
half-an-hour  more  than  in  July  of  last  year,  but  June  gave  an 
increase  of  36  hours  36  minutes. 

RAINFALL. 

This  year  gave  only  O’ 02  inch  or  two  tons  per  acre  more  than 
1904.  December  was  the  driest  month  with  less  than  half  the 
quantity  recorded  in  the  corresponding  period  of  last  year. 

W.  H.  ARCHER, 

Observer. 
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Report  of  tlje  Surveyor  for  the  Year  1905. 


To  the  Chairman  arid  Members  of  the  Highways  Committee. 

G-entlemen, 

ROAD  MAINTENANCE. 

Main  Roads. 

Holt  Road  has  been  skirted  to  the  boundary,  and  coated  with 
granite,  and  the  sides  made  good  with  flints  and  marl,  from  Sandy 
Lane  to  the  bottom  of  the  hill. 

The  path  from  the  Beach  Station  to  Sandy  Lane  has  been  coated 
with  red  gravel  and  completed. 

The  Church  Street  portion  of  this  road  has  been  relaid  in  tarred 
slag,  from  the  East  Gangway  to  Overstrand  Road. 

Norwich  Road. — The  tarred  slag  has  been  relaid  for  a short 
distance  commencing  from  the  Overstrand  Road  end,  and  has  been 
repaired  and  skirted  where  necessary  for  its  entire  length. 

Overstrand  Road  has  been  repaired  and  skirted  where  required. 

Runton  Road  has  been  coated  in  granite  from  the  top  of  the 
hill  to  within  200  yards  of  the  boundary,  the  remaining  length  having 
been  made  good  with  flints  and  marl  ready  to  receive  the  Granite 
next  year. 

The  road  has  been  skirted  its  entire  length. 

O 

The  quantity  of  sand  blown  from  the  Marrams  on  to  this  road 
has  again  caused  considerable  labour. 

OTHER  ROADS. 

Cambridge  Street  and  Cross  Street,  together  with  the  upper 
portion  of  Bond  Street,  have  been  repaired  where  required  and  steam 
rolled,  and  a tar-paved  crossing  put  in  at  both  ends  of  Mount  and 
Cross  Streets  Back  Passage. 
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Davy  Hill  Road. — Repaired  where  required  and  steam  rolled, 
and  skirted  its  entire  length. 

Hall  Road. — Coated  in  flints  and  marl  from  the  first  plantation 
to  the  top  of  the  hill,  and  repaired  and  skirted  where  necessary. 

Mull  Lane. — The  Cinder  Path  has  been  maintained  and  the 
roadway  repaired  where  needed. 

Mount  Street. — The  tarred  slag  has  been  relaid  from  Church 
Street  to  Bond  Street. 

Northrepps  Road.— Skirted  to  boundary. 

Roughton  Road. — Repaired  from  the  Brickfield  Cottages  to  the 
Hall  Drive  Grates  and  skirted  where  required. 

Sandy  Lane. — Coated  with  broken  bricks  and  clinkers  its  entire 
length  and  a path  formed  with  cinder  ashes.  The  labour  for  this 
work  being  provided  by  the  Council,  and  the  materials  by  the  Gas 
Company. 

Station  Road. — Received  general  repairs  where  required.  This 
road  is  much  in  need  of  repair. 

St.  Margaret’s  Back  Road. — Coated  with  shingle  and  flints 
and  steam  rolled. 


ROAD  MAKING. 

Canada  Road. — Plans,  specifications  and  estimates  have  been 
prepared  for  the  making  up  of  this  road  under  the  Private  Street 
Works  Act  of  1892,  and  application  has  been  made  to  the  Local 
Government  Board  for  a Loan  to  carry  out  the  required  work. 

Central  Road. — The  tar-paved  paths  are  not  yet  completed,  but 
the  work  will  be  put  in  hand  early  in  the  year. 

Chesterfield  Back  Road. — The  making  up  of  this  road  has  not 
yet  been  commenced, 
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Cliff  Road,  Harbord  Road  and  Salisbury  Road. — Applica- 
tion lias  been  made  to  the  Local  Government  Board  for  a Loan  to 
carry  out  the  necessary  work  for  making  these  roads  up  to  a tempor- 
ary standard,  under  the  Private  Street  Works  Act,  1892. 

Connaught  Road. — A further  length  of  pathway  has  been  tar- 
paved. 

Runton  Road  Path. — The  diversion  of  this  path  by  the  Bond 
Cabbell  Trustees  between  Central  Road  and  Runton  Road  has  been 
carried  out,  and  the  path  formed  of  shingle  and  marl. 


BREAKING-UP  STREETS. 

The  number  of  permissions  given  for  breaking  up  roads  in  the 
Urban  District  during  the  past  year,  compared  with  1904,  is  given 
below  and  shows  a satisfactory  decrease.  As  in  previous  years  the 
reinstatement  has  been  done  by  the  Council’s  workmen  as  speedily  as 
possible. 


J 905. 

1904. 

G-as  Company 

85 

73 

Water  Department 

Builders  in  collection  with 

10 

5 

new  buildings 

5 

19 

Hoardings 

2 

5 

Sundries 

7 

8 

Electricity  Supply 

76 

85 

Extension  of  Cables 

1 

6 

136 

201 

SEWERAGE. 

No  extensions  have  been  carried  out  during  the  past  year. 

FLUSHING  SEWERS,  &c. 

The  systematic  inspection  of  manholes,  and  the  flushing  of  sewers 
and  gullies  has  been  carried  out  as  usual. 
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as  follows  : — 

Inspecting  and  cleaning 
manholes 
Flushing  Sewers 
,,  Gullies 

Storm  Outlets  attended 

to  it*  • • • 

Owing  to  the  trapping  of  the  storm  outlets  in  the  winter  of  1904, 
the  periodical  inspections  are  not  now  necessary. 


compared 

with  previous 

years,  is 

1905. 

1904. 

1903. 

1739 

2991 

3259 

160 

67 

38 

637 

1026 

747 

52 

43 

SEPTIC  TANKS. 

These  have  again  worked  satisfactorily. 

SURFACE  WATER  DRAINAGE. 

Advantage  will  be  taken  of  the  work  proposed  to  be  done  on 
Cliff,  Harbord  and  Salisbury  Roads  under  the  Private  Street  Works 
Act,  to  lay  a Surface  Water  Sewer  in  these  roads;  the  necessary  plans, 
specifications  and  quantities  have  been  prepared,  and  application  has 
been  made  for  a Loan  to  the  Local  Government  Board  for  the  work. 
Owing  to  building  developments  a further  portion  of  the  old  Surface 
Water  Stream  from  Suffield  Park  to  the  bottom  of  the  East  Gangway, 
has  been  diverted  on  Cliff  Avenue,  and  24  in.  pipes  laid  with  the 
necessary  manholes,  &c.,  the  work  being  done  by  the  landowner  con- 
cerned, Sir  Samuel  Hoare,  Bart. 

STREET  SCAVENGING  AND  WATERING. 

As  in  previous  years  all  the  roads  and  streets  have  been  regularly 
swept  and  scavenged ; and  the  tar-paved  roads  washed  when  required 
and  frequently  disinfected  during  the  summer  with  a solution  of 
permanganate  of  potash. 

Twelve  Galvanised  Orderly  Baskets  were  obtained  during  the 
year,  and  fixed  in  suitable  positions  and  are  found  to  be  much  used. 

The  amount  of  water  used  for  watering,  &c.,  is  given  in  the  follow- 
ing table  : — 
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1905. 

1904. 

1903. 

gallons. 

gallons. 

gallons. 

Street  Watering 

2,208,550 

2,286,700 

1,476,510 

,,  Washing 

7,800 

13,800 

20,400 

Flushing  Sewers  and 

G-ullies 

141,260 

117,000 

95,850 

2,357,610 

2,417,500 

1,592,760 

STEAM  ROLLER. 

The  axle  of  the  Steam  Roller  broke  while  at  work  on  the  Over- 
strand  Road  early  in  the  year,  and  was  repaired  at  once  by  the  makers 
of  the  roller,  Messrs.  Burrell  & Sons,  Ltd. 

The  amount  of  work  done  by  the  Steam  Roller  last  year  was  as 
follows  : — 


1905. 

1904. 

Days  at  work  on  Public  Work 

92J 

65 

,/  „ „ „ Private  Work 

9^ 

36 

Total  number  of  days  at  work 

102J 

101 

£ s.  d. 

s.  d. 

Amount  received  for  Hire 

14  5 0 

54 

0 0 

STOREYARD. 

Tenders  were  invited  for  the  erection  of  the  buildings  in  connec- 
tion with  the  New  Storeyard,  Mr.  AY.  J.  Hannant  of  Norwich,  being 
the  successful  Contractor,  and  the  work  is  nearly  completed. 

OVERSTRAND  ROAD  WIDENING. 

This  work  has  now  been  completed,  and  a tar-paved  path  with 
granite  kerb  laid  on  the  East  side  for  the  length  of  the  portion 
widened,  and  the  roadway  re-formed  to  join  the  widened  portion. 

ELECTRIC  LIGHT  STATION. 

During  the  year  the  foundations  for  a new  tubular  boiler  have 
been  laid  and  boiler  fixed  by  and  at  the  responsibility  of  Messrs. 
Edmundsons. 
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MUNICIPAL  OFFICES. 

The  question  is  still  under  consideration. 

FIRE  BRIGADE  STATION. 

Tenders  for  the  erection  of  these  buildings  were  invited  in  con- 
junction with  those  of  the  Storeyard  Buildings  ; and  Mr.  W.  J. 
Hannant’s  price  for  this  work  being  the  lowest  was  accepted,  and  the 
Contract  is  now  nearly  completed. 

CROMER  TO  MUNDESLEY  RAILWAY. 

The  erection  of  the  permanent  bridge  over  the  Houghton  Road 
has  commenced,  and  the  permanent  bridge  under  the  Holt  Road  is 
now  completed,  but  the  road  surface  is  not  yet  satisfactory  and  has 
not  been  finally  approved. 

The  bridge  for  carrying  the  path  from  Cromer  to  Felbrigg  over 
the  Railway  is  also  completed. 

STREET  LIGHTING. 

The  Gas  Co.,  commencing  with  the  new  year,  took  over  the  main- 
tenance, &c.,  of  the  Street  Lamps,  which  are  all  now  fitted  with 
Incandescent  Burners  and  lighted  and  extinguished  by  the  Automatic 
Light  Controlling  Co.’s  Apparatus.  The  number  of  lamps  is  as 
follows  : — 


1905. 

1904. 

1903. 

Gas  Lamps 

177 

174 

181 

Ditto  (high  power) 

1 

— 

— 

Electric  Arc 

10 

9 

— 

HACKNEY 

CARRIAGES. 

As  in  previous  years  two  inspections  were  made  at  the  commence- 

ment of  the  season. 

The  following  is  a record  of  the  wor 

k under  this  heading 

compared 

with  the  two  previous  years : — 

1905. 

1904. 

1903. 

Carriage  Licenses  granted 

62 

63 

63 

Driver’s  ,,  ,, 

73 

66 

73 

Cautions  given  to  drivers 

36 

57 

59 

Reported  drivers 

5 

4 

34 

Conviction  of  drivers 

2 

2 

1 
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FORESHORE  INSPECTION 

The  receipts  of  the  Foreshore  were  =£69  5s.  0d.,  a slight  decrease 
on  the  previous  year  owing  to  the  unfavourable  weather  in  September  ; 
the  receipts  in  the  3 previous  years  have  been: — 1904  <£71  18s.  Od.  ; 
1903  £55  7s.  Od. ; 1902  £61  2s.  6d. 

The  boatmen  employed  to  patrol  the  Bathing  Grounds  during  the 
season  have  again  been  the  means  of  saving  a number  of  lives. 

Ex-Police  Inspector  Thomas  Watson  for  the  fifth  year  has 
carried  out  the  duties  of  Inspector  in  connection  with  the  Foreshore 
and  Hackney  Carriages  most  efficiently. 

I have  the  honour  to  be, 

Your  obedient  servant, 

A.  F.  SCOTT. 


21 


Report  of  tpe  Sanitary  Inspector. 


To  the  Chairman  and  Members  of  the  Sanitary  Committee. 
Gentlemen, 


INFECTIOUS  DISEASES. 

During  the  year  46  cases  of  Scarlet  Fever,  1 of  Diphtheria,  and 
1 of  Typhoid  were  notified  and  had  immediate  attention : of  these 
43  Scarlet  Fever  patients  were  removed  to  the  Isolation  Hospital 
at  Roughton. 

The  premises  concerned  were  in  each  instance  thoroughly  in- 
spected, the  occupiers  supplied  with  disinfectants  and  the  infected 
rooms  (with  bedding,  &c.)  when  vacated  disinfected.  As  in  previous 
years  the  origin  of  each  outbreak  was  fully  investigated.  The 
proper  isolation  of  the  patient,  if  kept  at  home,  was  required  to  the 
satisfaction  of  the  Medical  Officer  of  Health,  but  wherever  practic- 
able the  case  was  treated  at  the  Isolation  Hospital. 

In  March  the  School  Register  was  gone  through  and  the  homes 
of  all  the  children  away  on  account  of  illness  visited,  and  in  April, 
acting  under  the  instructions  of  the  Medical  Officer  of  Health,  the 
Council  Schools  and  the  Working  Men’s  and  Fishermen’s  Reading- 
Room  were  thoroughly  disinfected.  The  Private  Schools  were  also 
visited  and  were  found  satisfactory  with  regard  to  the  Sanitary 
accommodation,  and  complied  with  the  Act  as  to  air  space  in  the 
Class  Rooms. 

In  one  instance,  for  failing  to  notify  a case  of  Scarlet  Fever, 
proceedings  were  taken  before  the  Magistrates  under  Section  3 of 
the  Infectious  Disease  (Notification)  Act,  1899,  and  a conviction 
obtained. 

One  case  of  Erysipelas  was  notified  and  had  attention. 
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ISOLATION  HOSPITAL. 

Except  from  January  11th  to  February  18th  this  building  was 
occupied  throughout  the  year.  43  patients  were  admitted  all 
suffering  from  Scarlet  Fever,  one  death  occurring  and  the  remainder 
were  discharged  convalescent. 

HOUSE  SCAVENGING. 

This  work  has  been  carried  out  bv  the  Council  under  the  same 

•/ 

rules  as  usual,  viz.,  the  refuse  is  collected  from  each  house  twice  a 
week  from  November  to  March  inclusive,  and  the  remaining  months 
three  times  a week. 

Tenders  were  invited  early  in  the  year  from  twelve  owners  of 
horses  for  horsing  the  vans,  only  two  however  sent  in  prices,  Mr. 
J.  Wright,  of  Felbrigg,  being  again  the  successful  contractor. 

The  collection  of  the  house  refuse  has  been  again  facilitated  by 
the  co-operation  of  householders  in  having  their  premises  unlocked 
when  the  scavengers  call,  but  the  receptacles  in  many  instances  are 
still  most  unsatisfactory.  The  bye-laws  which  will  deal  with  this 
question  have  not  yet  received  the  approval  of  the  Local  Govern- 
ment Board,  owing  to  the  Board  awaiting  a decision  on  an  important 
case  in  the  High  Court  of  Justice  as  to  the  rights  of  Local  Authori- 
ties in  these  matters. 

The  refuse  has  been  disposed  of  as  in  previous  years. 

During  the  year  a new  van  has  been  purchased  from  Messrs. 
W.  Glover  & Sons,  of  Warwick,  tenders  having  been  first  invited 
from  nine  of  the  best  known  makers  of  House  Refuse  Collecting 
Vans  in  the  country. 


PAVING  OF  YARDS. 

Good  progress  has  been  made  in  this  much-needed  improve- 
ment, an  additional  number  of  yards  having  been  remedied,  and 
several  more  will  be  put  in  hand  as  soon  as  the  weather  will  permit 
cement  paving  being  laid  with  safety. 


FLUSHING  OF  SEWERS,  etc. 


The  Sewers  and  Street  Gullies  have  again  been  regularly 
flushed,  and  details  of  this  work  will  be  found  in  the  Surveyor’s 
Report  to  the  Highways  Committee. 

THE  FACTORY  AND  WORKSHOPS  ACT,  1901. 

The  number  of  premises  on  the  Register  required  to  be  kept 
under  this  Act  again  number  50  and  include  6 factories,  42  work- 
shops and  2 workplaces. 

The  number  of  inspections  made  and  notices  served  will  be 
found  in  the  tabulated  statement  given  below  : 

Inspections. 


Factories 

Inspections. 

...  8 

Written  Notices. 

1 

Workshops 

...  25 

1 

Workplaces 

O 

• • • tmm 

0 

Homeworkers’  premises 

0 

0 

35 

2 

Defects  Discovered. 


Found. 

Keferred  to  H.M. 
Remedied.  Inspector. 

Want  of  Cleanliness 

7 

7 — 

Want  of  Ventilation 

1 

1 — 

Overcrowding 

0 

0 — 

Other  Nuisances 

0 

0 — 

Sanitary  Accommodation  insuflicient 

1 

1 — 

Sanitary  Accommodation  defective 

2 

2 — 

Breach  of  special  Sanitary  require- 
ments for  Bakehouses 

4 

4 — 

Totals  15  15  — 

No  notices  have  been  received  from  H.M.  Inspector  of  Work- 
shops under  Section  5 of  the  Act. 
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APPROVAL  OF  PLANS  UNDER  THE  BYE  = LAWS. 


1905. 

1904. 

1903. 

1902. 

Sets  of  Plans  submitted 

. • . 

25 

32 

41 

53 

Approved 

. . . 

22 

29 

39 

44 

Buildings  represented 

•• 

39 

67 

93 

86 

CLASSIFICATION 

OF  BUILDINGS. 

Suffield 

Town  Ward. 

Park  Ward. 

1905 

1904. 

1905. 

1904. 

Dwelling-houses 

. 

6 

14 

9 

26 

Additions  to  existing 

buildings 

7 

14 

0 

1 

,,  ,,  public 

5? 

1 

1 

0 

0 

Amended  drainage 

• 

0 

2 

0 

1 

Stables 

. 

0 

1 

0 

1 

Sundry  buildings  ... 

• 

14 

6 

1 

0 

Workshops 

• 

1 

0 

0 

0 

29 

38 

10 

29 

CLASSIFICATION  OF 

DWELLING  = 

HOUSES. 

1905. 

J904. 

1903. 

1902. 

1901. 

Cottages 

6 

30 

46 

29 

31 

Medium-sized  houses 

6 

7 

5 

12 

20 

Large  houses 

3 

3 

9 

8 

26 

15 

40 

60 

49 

77 

The  above  tables  again  show  a considerable  decrease  in  building 

o o 

within  the  Urban  District. 

The  drains  to  all  new  houses  have  to  pass  the  smoke  test  before 
being  finally  approved. 

NEW  CEMETERY. 

No  further  burials  have  taken  place,  but  the  Old  Cemetery  is 
now  practically  filled. 

The  grounds  have  been  maintained  during  the  year  by  the 
Sexton,  Mr.  Gf.  Wells,  and  the  work  lias  been  carried  out  most 
efficiently. 
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NUISANCES. 

The  District  lias  again  been  systematically  inspected  at  least 
once  a month,  and  during  such  inspections,  together  with  complaints 
received  at  the  Office,  106  nuisances,  &c.,  have  been  dealt  with  com- 
pared with  98  in  1904,  and  61  in  1903. 

The  notices  served  during  the  year  have  been  in  reference  to 
the  following  nuisances  : — 

2 Want  of  cleanliness  of  premises. 

1 Urinal  without  an  efficient  flushing  apparatus. 

1 Yard  insufficiently  paved. 

1 W.C.  foul. 

5 

In  each  instance  the  work  has  been  carried  out  to  comply  with 
the  notices. 

The  small  number  of  notices  served  this  year  is  gratifying,  as 
showing  the  willingness  of  owners,  &c.,  to  rectify  Sanitary  defects  on 
their  attention  being  called  to  same  without  the  necessity  of  the 
required  legal  notices  being  served. 

Several  cases  of  overcrowding  have  received  the  consideration  of 
the  Committee,  and  the  necessary  steps  have  been  taken  to  remedy 
same. 

The  work  of  the  Sanitary  Inspector’s  Department  has  included 
the  service  of  five  notices  and  91  letters,  and  the  recorded  number 
of  visits  made  during  the  year  was  442  compared  with  387  in  1904. 

I have  pleasure  in  acknowledging  the  services  rendered  by  my 
deputy,  Mr.  Oroome,  who  has  been  most  assiduous  in  his  duties. 

I have  the  honour  to  be, 

Your  obedient  servant, 


A.  F.  SCOTT. 
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FIRE  BRIGADE. 


Report  of  Chief  Officer  for  the  year  ending  31st  Dec.,  1905. 


To  the  Chairman  and  Members  of  the  Fire  Brigade  Committee. 

Gentlemen, 

During  the  year  1905  only  one  call  was  received  and  that  to  a 
fire  at  the  Sheringham  Hall  Lodge,  outside  the  Urban  District. 
The  building  was  practically  destroyed  on  arrival,  but  the  further 
spread  of  the  fire  was  prevented.  The  expenses  of  the  Brigade  were 
defrayed  partly  by  the  Insurance  Co.  and  partly  by  the  owner,  who 
lias  written  thanking  the  Brigade  for  their  services. 

The  New  Station,  which  comprises  Engine  Boom  (with  store 
over)  watch-room,  workshop  and  hose  tower,  has  been  completed 
with  the  exception  of  the  permanent  flooring.  The  Hose  Tower  has 
been  designed  for  purposes  of  escape  and  other  drills,  and  a sump 
having  also  been  provided  in  the  yard  all  drills  can  now  take  place 
on  the  Brigade  premises. 

Several  changes  have  been  made  in  the  personnel  of  the  Brigade 
during  the  year  through  some  of  the  members  leaving  the  town. 
Mr.  A.  Crisp  having  resigned  his  position  as  1st  Lieutenant,  Mr. 
Fox  has  been,  promoted  to  that  office  and  Mr.  Henry  Bullen 
appointed  2nd  Lieutenant.  I should  like  to  express  my  thanks  to 
Mr.  Crisp  for  his  services  during  the  years  he  has  belonged  to  the 
Brigade  and  am  glad  to  know  that  his  services  will  still  be  available 
as  Fire  Alarm  Superintendent. 

Agreements  for  the  services  of  the  Brigade  have  been  made  with 
the  following  Parishes,  viz  : — 
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Overstrand 

Annual  Contribution 

£5 

Sidestrand 

5 

Southrepps 

3 

N orthrepps 

4 

Thorpe  Market  ... 

2 

Grunton 

2 

Gresham 

2 

Upper  Sheringham 

2 

These  are  the  only  Parishes  outside  the  Urban  District  which 
the  Brigade  will  attend  in  case  of  fire. 

My  report  for  the  year  1902  contained  the  following  paragraph  : 

“ In  my  report  for  1899  I advised  the  provision  of  a horse  hose 
reel  or  cart  as  soon  as  sufficient  storage  was  obtained.  I con- 
sider this  requirement  a very  pressing  one,  and  also  that  means  * 
should  be  provided  for  quickly  conveying  the  Escape  to  the 
scene  of  any  fire  at  a distance  from  the  Station/' 

Now  that  the  necessary  space  has  been  provided  in  the  new 
Station,  I again  beg  to  draw  your  attention  to  the  matter.  The 
present  escape  being  designed  to  run  in  a vertical  position  is  very 
liable  to  catch  in  the  ovei’head  wires  which  exist  in  many  parts  of 
the  town  and  is  not  adapted  for  rapid  transit. 

The  Brigade  has  been  affiliated  with  the  National  Fire  Brigades 
Union. 

There  has  been  no  material  alteration  in  the  appliances  possessed 
by  the  Brigade  during  the  year,  which  have  been  maintained  in  good 
condition. 

The  conduct  of  the  Brigade  has  been  satisfactory,  and  I have, 
as  in  previous  years,  pleasure  in  acknowledging  the  assistance  at  all 
times  rendered  bv  the  Lieutenants. 

I am,  Gentlemen, 

Your  obedient  Servant, 

JAMES  K.  FROST, 

Captain. 


